TABLE V 


CAMBRIDGE 100 (LOOSE) 
TARGET 24.85 2 


AVERAGE 1 STANDARD DEVIATION 


Initial - M/C 

24.87 

0.05 

Initial retest - M/C 

24.87 

0.04 

Initial - E.T. 

24.86 

0.04 

24 hours - M/C 

24.89 

0.05 

24 hours - P.T. 

24.86 

0.05 

24 hours - sample #1 

24.88 

0.07 

48 hours - M/C 

24.89 

0.05 

48 hours - P.T. 

24.87 

0.05 

48 hours - sample #1 

24.88 

0.07 

96 hours - M/C 

24.90 

0.05 

96 hours - P.T. 

24.87 

0.05 

96 hours - sample #1 

24.88 

0.07 


1 Nuraber of cigarettes per sample «■ 40 
2 Target circumference since February, 1986. 
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